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the elucidation of the details of these barometric fluctua-
tions.    We can do this bast
by an actual example.

In Pig. 48 we give a pho-
tographic engraving of the
barometer-trace given by the
author's barograph in Lon-
don, on May 18, 1878. The
original was recorded on
smoked paper, and is here
reproduced by photography,
absolutely untouched by the
engraver. By this means
the most delicate fluctuations
are faithfully rendered, and
those who are familiar with
sensitive self-recording in-
struments will readily recog-
nize that characteristic un-
easiness of the whole trace,
which can never be copied
by hand. In the figure the
vertical lines represent inter-
vals of six hours, while the
horizontal lines indicate a
difference of 0'5 inch of mer-
cury. Confining our atten-
tion to the right-hand portion
only of the diagram, we have
to note, soon after midnight of May 17, a small curious
dip of the barometer, followed immediately by a sudden rise.

